CHAPTER
PRESSURE II
BAROMETRIC PH
35. The weight of air. To 01 scarcely perceptible. It appears to " no resistance to bodies passing thi balanced as in Fig. 23, then remove pressure by a few strokes of a bicy when placed on the balance again, to be heavier than it was before. On the other hand, if the bulb be connected with an air pump and exhausted, it will be found to have lost weight. Evidently, then, air can be put into and taken out of a vessel, weighed, and handled, just . a. linn id or a solid.0 ft a,bove wal<ir, how below   water V   (Assume,   the.  density of  the,  i('ie.  to water.)
